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Message Text 


UNCLASSIFIED 

PAGE 01 CAIRO 03214 111354Z 

64 

ACTION COME-OO 

INFO OCT-01 NEA-10 ISO-OO EB-07 /018W 

089871 

R 111330Z MAR 76 

FM AMEMBASSY CAIRO 

TO SECSTATE WASHDC 868 

INFO AMCONSUL ALEXANDRIA POUCH 

UNCLAS CAIRO 3214 

EO 11652:NA 
TAGS: BEXP EG 

SUBJECT: WATER SUPPLY AND WASTE WATER TREATMENT FACILITIES FOR 
CAIRO, ALEXANDRIA. HF.I.WAN 

REF (A) STATE 53939, (B) CAIRO 0869 

1 . FIVE CONSORTIUMS CONTAINING AMERICAN FIRMS HAVE PRESENTED 
PROPOSALS FOR SUBJECT PROJECT. THEY ARE: 

A. PORTER AND RIPA 

HOWARD NEELES TAMMEN & BERGONDOFF 
METCALF & EDDY 

B. TCB/MORRIS INTERNATIONAL (FOR CAIRO AND HELWAN ONLY) 

ACE INT (LEBANON) 

C. BLACK & VEATCH 
CH2M HILL, INC. 

PARKMAN (ENGLAND) 

D. CAMP DRESSER, MCKEE INTERNATIONAL 
CHARLES T. MAIN 

E. DE LAUREAL ENGINEERS 

2. ONLY PREQUALIFIED AMERICAN FIRM LISTED REF B WHICH DID NOT 
SUBMIT PROPOSAL WAS BELLANTE, CLUASES, MILLER AND NOLAN, INC 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 CAIRO 03214 111354Z 

3. ENGINEER FAYEZ RIAD, DEPUTY CHAIRMAN OF SEWERAGE AUTHORITY, 
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SAID THAT PROPOSALS WILL BE EVALUATED DURING APRIL 1967. 

EILTS 

UNCLASSIFIED 

NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 11 MAR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976CAIRO03214 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760093-0092 
From: CAIRO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760373/aaaaclsf.tel 

Line Count: 63 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 53939, 76 CAIRO 869 
Review Action: RELEASED, APPROVED 
Review Authority: wolfsd 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 JUN 2004 by chengls>; APPROVED <20 SEP 2004 by wolfsd> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: WATER SUPPLY AND WASTE WATER TREATMENT FACILITIES FOR CAIRO, ALEXANDRIA, HELWAN 
TAGS: BEXP, EG 
To: STATE 
Type: TE 
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